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STATE TUBERCULOSIS SANATORIUM POLICIES ON 
ADMISSION AND DISCHARGE OF PATIENTS 


It is recognized that the sanatorium and hospital facilities 
of the State are not sufficiently large to accommodate at one 
time more than about one-tenth of the known active cases of 
tuberculosis, there being a total of about 900 beds when a 
minimum of 2,500 is needed to meet the situation reasonably 
well. Therefore, to render by the State Tuberculosis Sanatorium 
the greatest possible good to the largest number of people in 
the State, the following rules and regulations of admission, 
duration of treatment in the Sanatorium, and discharge are 
adopted and ordered promulgated as a declaration of the rules 
and regulations of the State Board of Health: 


Admission of Patients: 


1. Patients will be admitted that have a reasonable chance 
of being cured or arrested by whatever methods suggest- 
ed by the staff of the institution. 


2. Cases giving the most promise of cure on bed rest will 
be admitted for instructions in the practice of carrying 
out sanatorium routine so that it might be carried out 
to better advantage upon their return to their homes. 


8. If beds are available over and above what is required for 
the two classifications mentioned above, cases of tuber- 
culosis constituting extremely serious public health men- 
aces and extreme problems of care in their communities 
will be admitted. 


4, Children will be admitted only when in the opinion of 
‘the Sanatorium Staff they have active re-infection pul- 
monary tuberculosis, or progressive pulmonary tubercu- 
losis. It is recognized that hospitalization or preventorium 
care in a tuberculosis sanatorium is unnecessary in pri- 
mary (childhood) tuberculosis, and that in such cases the 
essentials for care at home are protection from further 
infection, adequate food and housing, medical care when- 
ever ill whatever the cause, and x-ray studies as the 
doctor thinks advisable, particularly when the child 
reaches adolescence. 


5. Patients in all of the above classifications may be read- 
mitted under the same terms and conditions as apply to 
first admissions. 


No case of tuberculosis can be admitted to the Sanatorium, 
or having been admitted can remain at the Sanatorium who is 
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mentally defective, a drug or liquor addict, or who will not com- 
ply with the rules and regulations of' the Sanatorium, or who is 
not a legal resident of the State of Georgia. 


The need of lung collapse is to be determined by the Sana- 
torium Staff on the basis of x-ray findings and history, and the 
determination of what patients will be placed in Class 2 will be 
made in like manner. Extreme public health menace and prob- 
lem cases are not to be admitted to the Sanatorium until such 
classification has been definitely established to the satisfaction 
of the Division of Tuberculosis Control of the State Department 
of Public Health. 


No patient will be admitted until the county, through its 
responsible officials, agrees to be responsible for the removal of 
the patient from the Sanatorium for any reason when requested 
to do so by the Superintendent of the Sanatorium. 


All patients who are financially able are required to pay in 
advance by the month what they can up to the maximum of 
two dollars per day. The fact of inability to pay less than the 
maximum must be supported by certification of the county wel- 
fare director, the certification stating what amount less than 
two dollars per day can be paid. No patient will be admitted 
ahead of another by reason of his ability to pay. Ability to pay 
will not give any preferential rights, privileges or services not 
granted to other patients. Patients shall be admitted in order of 
dates completed applications are received at the Sanatorium. 


Duration of Patient’s Residence at the Sanatorium: 


To carry out further the benefit the Sanatorium may be to 
the State in the control of tuberculosis, it is necessary to set a 
time limit for a stay in the Sanatorium. This is set at three 
months, to be effective so long as there are applicants for vacant 
beds by reason of this time limit. This period is long enough 
to acquaint the patient with sanatorium routine and in what 
“taking the cure” really means. It is also ordinarily long enough 
to establish artificial pneumothorax or pneumoperitoneum to a 
point where refills can be given by his physician after his dis- 
missal from the Sanatorium. Exception to this rule will be 
permitted when in the judgment of the Sanatorium Staff there 
are special therapeutic reasons for keeping the patient at the 
Sanatorium for a longer period. 

Public health menace cases shall be discharged as soon as 
the local community or local government, or the relatives can 
arrange for the housing and care of the patient away from the 
Sanatorium, but shall not be permitted to remain at the Sana- 
torium longer than three months. 


Adopted by the State Board of Health on April 20, 1944. 
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_ RULES AND REGULATIONS GOVERNING SCHOOL 
*: SANITATION 


It is essential to the preservation of the health of the chil- 
dren of the State that every school shall have a safe water 
supply and satisfactory system of sewage disposal. Therefore, 
pursuant to authority granted by the General Assembly of 
Georgia the Georgia State Board of Health hereby adopts and 
promulgates the following rules and regulations pertaining to 
school sanitation. 


Section 1.. Every school in this State shall be provided at 
all times when in use with an adequate supply of safe, potable 
drinking water, safely protected against pollution in conformity 
with plans approved by the State Health Department. 


Section 2. All school buildings in this State shall be pro- 
vided. with an adequate system for sewage or excreta disposal 
of design and construction approved by the State Health De- 
partment, with separate compartments for each sex. 


Section 3. Drinking fountains of a sanitary type approved 
by the State Health Department shall be provided at every 
school, or every pupil in attendance shall be required to have 
and to use an individual cup which shall be for his own exclusive 
use. Insanitary bubblers, inverted spigots, and other insanitary 
devices shall not be used. 


Section 4. Any city, county, school board, trustee, or any 
person, firm or corporation contemplating the construction of 
' or additions to any building to be used for school purposes in 
this State, shall submit, before contract for construction is let or 
work is started, duplicate plans and specifications to the State 
Health Department, showing clearly all details of the water sup- 
ply system including the source of supply, and also all details 
of the sanitary facilities, sewerage system and sewage disposal, 
for approval. No contract shall be let or work started until such 
plans are stamped approved, and no changes in locations, addi- 
tions, or alterations shall be made subsequent to this approval 
without the written consent of the State Health Deparment. 


Section 5. Any school now in operation not conforming to 
any section of these rules and regulations shall after due notice 
be given one year from the date of such notice to comply with 
such provisions. 


~ Section 6. Tf any school after a thorough inspection is found 
to be in an insanitary condition and a menace to the health of 
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the pupils, orders for immediate corrections shall be issued by 
a duly authorized representative of the State Board of Health, 
and in event of the failure to comply with such orders the school 
may be closed until such corrections are made. 


Section 7. Any school serving lunches such as milk or other 
items of food at the school or other establishment for the school 
shall be interpreted under the definition of “restaurant”? under 
rules and regulations adopted by the Georgia State Board of 
Health relative to restaurant sanitation and it shall conform to 
such items of the regulations as may be required. 


Adopted by the State Board of Health on October 19, 1944. 


RULES AND REGULATIONS FOR MILK SANITATION 


This first day of November, 1944, under authority of Sections 
88-107, 88-112, and 88-117 of the Georgia Code of 1933, the 
Georgia State Board of Health, in addition to the enacted laws, 
hereby adopts the following rules and regulations for the pre- 
vention and spread of contagious and infectious diseases. 


Section 1. Definitions—The following definitions shall apply 
in the interpretation and the enforcement of these regulations: 


A. Milk—Milk is hereby defined to be the lacteal secretion 
obtained by the complete milking of one or more healthy cows, 
excluding that obtained within 15 days before and 5 days after 
calving, or such longer period as may be necessary to render 
the milk practically colostrum free; which contains not less than 
8 per cent of milk solids not fat, and not less than 314 per cent 
of milk fat. 


B. Milk fat or butter fat—Milk fat or butter fat is the fat of 
milk. 


c; Cream and sour cream—Cream is a portion of milk which 
contains not less than 18 per cent milk fat. Sour cream is cream 
the acidity of which is more than 0.20 per cent, expressed as | 
lactic acid. 

D. Skimmed Milk—Skimmed milk is milk from which a suffi- 


cient portion of milk fat has been removed to reduce its milk- 
fat percentage to less than 314, per cent. 


E. Milk or skimmed-milk beverage—A milk beverage or a 
skimmed-milk beverage is a food compound or confection con- 
sisting of milk or skimmed milk, as the case may be, to which 
has been added a sirup or flavor consisting of wholesome ingredi- 
ents. 
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F. Buttermilk—Buttermilk is a product resulting from the 
churning of milk or cream, or from the souring or treatment by 
a lactic acid or other culture of milk, skimmed milk, reconstituted 
skimmed milk, evaporated or condensed milk or skimmed milk, 
or milk or skimmed-milk powder. It contains not less than 8 per 
cent of milk solids not fat. 


G. Vitamin D milk—Vitamin D milk is milk the vitamin D 
content of which has been increased by a method and in an 
amount approved by the health officer. 


H. Reconstituted or recombined milk and cream—Reconsti- 
tuted or recombined milk is a product resulting from the recom- 
bining of milk constituents with water, and which complies with 
the standards for milk fat and solids not fat of milk as defined 
herein. Reconstituted or recombined cream is a product resulting 
from the combination of dried cream, butter, ov butter fat with 
cream, milk, skimmed milk, or water. 


I. Goat Milk—Goat milk is the lacteal secretion, free from 
colostrum, obtained by the complete milking of healthy goats, 
and shall comply with all the requirements of this promulgation. 
The word “cows” shall be interpreted to include goats. 


J. Homogenized Milk—Homogenized milk is milk which has 
been treated in such manner as to insure break-up of the fat 
globules to such an extent that after 48 hours storage no 
visible cream separation occurs on the milk and the fat per- 
centage of the top 100 cc. of milk in a quart bottle, or of propor- 
tionate volumes in containers of other sizes, does not differ by 
more than 5 per cent of itself from the fat percentage of the 
remaining milk as determined after thorough mixing. 


K. Milk Products—Milk products shall be taken to mean and 
include cream, sour cream, homogenized milk, goat milk, vita- 
min D milk, buttermilk, skimmed milk, reconstituted or reco- 
bined milk and cream, milk beverages, skimmed-milk beverages, 
and any other product made by the addition of any substance 
to milk or any of these products and used for similar purposes 
and designated as a milk product by the health officer. 


L. Pasteurization — The terms “pasteurization,” “pasteur- 
ized,” and similar terms shall be taken to refer to the process 
of heating every particule of milk or milk products to at least 
143° F., and holding at such temperature for at least 30 minutes 
in pasteurization apparatus approved by the health officer, or 
to at least 160° F., and holding at such temperature for at least 
15 seconds, in apparatus designed and operated in accordance 
with specifications approved by the health officer: Provided, 
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that nothing contained in this definition shall be construed as 
disbarring any other process which has been demonstrated to 
be equally efficient and is approved by the health authority. 


M. Adulterated milk and milk products—Any milk or milk 
product which contains any unwholesome substance, or which 
if defined herein does not conform with its definition, or which 
carries a grade label unless such grade label has been awarded by 
a health officer and not revoked, shall be deemed adulterated 
and misbranded. 


N. ‘Milk Producer—A milk producer is any person who owns 
or controls one or more cows a part or all of the milk or milk 
products from which is sold or offered for sale. 


O. Milk Distributor—A milk distributor is any person who 
offers for sale or sells to another any milk or milk products for 
human consumption as such. 


P. Dairy or dairy farm—A dairy or dairy farm is. any place 
or premises where one or more cows are kept, a part or all of 
the milk or milk products from which is sold or offered for sale. 


Q. Milk Plant—A milk plant is any place or premises or 
establishment where milk or milk products are collected, han- 
dled, processed, stored, bottled, pasteurized, or prepared for 
distribution. 


R. The term “health officer’’ shall mean the director of. the 
Georgia Department of Public Health, the legally appointed 
health officer of a city and/or county or a aly authorized repre- 
sentative. 

S. Average bacterial plate count, direct microscopic count, re- 
duction time, and cooling temperature—Average bacterial plate 
count and average direct microscopic count shall be taken to 
mean the logarithmic average, and average reduction time and 
average cooling temperature shall be taken to mean the arith- 
metic average, of the respective results of the last four consecu- 
tive samples, taken upon separate days, irrespective of the date 
of grading or regrading. 

T. Grading Period—The grading period shall be such period 
of time as the health officer may designate within which grades 
shall be determined for all milk and milk products, provided that 
the grading period shall in no case exceed 6 months. 


U. Person—The word ‘‘person” as used in these specifications 
shall mean “person, firm, corporation, or association.” 
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V. And/or—Where the term “and/or” is used ‘‘and’ shall 
apply where possible, otherwise “or” shall apply. 


Section 2. The sale of adulterated, misbranded, or ungraded 
milk or milk products prohibited—No person shall within a city 
which has adopted a milk grading and labeling ordinance, or its 
police jurisdiction, produce, sell, offer, or expose for sale, or 
have in possession with intent to sell, any milk or milk product 
which is adulterated, misbranded, or ungraded. It shall be un- 
lawful for any person, elsewhere than in a private home, to have 
in possession any adulterated, misbranded, or ungraded milk or 
milk product. 


Section 3. Permits—It shall be unlawful for any person to 
bring into or receive into a city which has adopted these grade 
specifications, or its police jurisdiction, for sale, or to sell, or 
offer for sale therein, or to have in storage where milk or milk 
products are sold or served, any milk or milk product defined in 
this promulgation, who does not possess a permit from the health 
officer of the city. 


Only a person who complies with these requirements shall 
be entitled to receive and retain such a permit. 


' Such a permit may be suspended by the health officer, or 
reyoked after an opportunity for hearing by the health officer, 
upon the violation by the holder of any of these specifications 
and requirements. 


Section 4. Labeling and placarding—All bottles, cans, pack- 
ages, and other containers enclosing milk or any milk product 
defined in these specifications shall be plainly labeled or marked 
with (1) the name of the contents as given in the definitions in 
this promulgation; (2) the grade of the contents; (3) the word 
“pasteurized” only if the contents have been pasteurized; (4) the 
word “raw” only if the contents are raw; (5) the phrase ‘for 
pasteurization” if the contents are to be pasteurized; (6) the 
name of the producer if the contents are raw, and the name of 
the plant at which the contents were pasteurized, if the con- 
tents are pasteurized; and (7) in the case of vitamin D milk, 
the designation “Vitamin D Milk” and the source of the vitamin 
D. The label or mark shall be in letters of a size, kind, and color 
approved by the health officer and shall contain no marks or 
words which are misleading. 


Every restaurant, cafe, soda fountain, or other establish- 
ment serving milk or milk products shall display at all times, 
in a place designated by the health officer, a notice approved 
by the health officer, stating the lowest grade of milk and/or 
milk products served. 
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Section 5. Inspection of dairy farms and milk plants for 
the purpose of grading or regrading—At least once during each 
grading period the health officer shall inspect all dairy farms and 
all milk plants whose milk or milk products are to be graded 
and labeled according to these specifications and requirements. 
In case the health officer discovers the violation of any item of 
sanitation, he shall make a second inspection after a lapse of 
such time as he deems necessary for the defect to be remedied, 
but not before the lapse of 3 days; and the second inspection 
shall be used in determining the grade of milk and/or milk prod- 
ucts. Any violation of the same item or these specifications and 
requirements on two consecutive inspections shall call for imme- 
diate degrading. 


One copy of the inspection report shall be posted by the 
health officer in a conspicuous place upon an inside wall of one 
of the dairy farm or milk plant buildings, and said inspection 
report shall not be defaced or removed by any person except the 
health officer. Another copy of the inspection report shall be 
fled with the records of the health department. 


Section 6. The examination of milk and milk products— 
During each grading period at least four samples of milk and 
cream from each dairy farm and each milk plant shall be taken 
on separate days and examined by the health officer. Samples of 
other milk products may be taken and examined by the health 
officer as often as he deems necessary. Samples of milk and milk 
products from stores, cafes, soda fountains, restaurants, and 
other places where milk or milk products are sold shall be exam- 
ined as often as the health officer may require. Bacterial plate 
counts and direct microscopic counts shall be made in conform- 
ity with the latest standard methods recommended by the Amer- 
ican Public Health Association. Examinations may include such 
other chemical and physical determinations as the health officer 
may deem necessary for the detection of adulteration, these 
examinations to be made in accordance with the latest standard 
methods of the American Public Health Association and the 
Association of Official Agricultural Chemists. Samples may be 
taken by the health officer at any time prior to the final delivery 
of the milk or milk products. All proprietors of stores, cafes, 
restaurants, soda fountains, and other similar places shall fur- 
nish the health officer, upon his request, with the names of all 
distributors from whom their milk and milk products are ob- 
tained. Bio-assavs of the vitamin D content of vitamin D milk 
shall be made when required by the health officer in a laboratory 
approved by him for such examinations. 


Whenever the average bacterial count, the average reduction 
time, or the average cooling temperature falls beyond the limit 
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for the grade then held, the health officer shall send written 
notice thereof to the person concerned, and shall take an addi- 
tional sample, but not before the lapse of 3 days, for determin- 
ing a new average in accordance with section 1 (S). Violation 
of the grade requirement by the new average or by any subse- 
quent average during the remainder of the current grading 
period shall call for immediate degrading or suspension of the 
permit, unless the last individual result is within the grade limit. 


Section 7. The grading of milk and milk products—At least 
once every 6 months the health officer shall announce the grades 
of all milk and milk products delivered by all producers or dis- 
tributors if said milk is graded according to these grade speci- 
fications and regulations. Said grades shall be based upon the 
following standards, the grading of milk products being identi- 
cal with the grading of milk except that the bacterial standards 
shall be doubled in the case of cream, and omitted in the case of 
sour cream and buttermilk. Vitamin D milk shall be only of 
ane A or grade B pasteurized, certified, or grade A raw 
quality. 


Certified Milk-raw—Certified milk-raw is raw milk which con- 
forms with the requirements of the American Association of 
Medical Milk Commissions in force at the time of production 
and is produced under the supervision of a medical milk com- 
mission and of the State Board of Health or of the city or 
county health officer. 


Grade A raw milk—Grade A raw milk is raw milk the aver- 
age bacterial plate count of which as determined under sections 
1 (S) and 6 of this ordinance does not exceed 50,000 per cubic 
centimeter, or the average direct microscopic count of which does 
not exceed 50,000 per cubic centimeter if clumps are counted or 
200,000 per cubic centimeter if individual organisms are counted, 
or the average reduction time of which is not less than 8 hours: 
Provided, That if it is to be pasteurized the corresponding limits 
shall be 200,000 per cubic centimeter, 200,000 per cubic centi- 
meter, 800,000 per cubic centimeter, and 6 hours, respectively ; 
and which is produced upon dairy farms conforming with all of 
the following items of sanitation. 


Item Ir. Cows, tuberculosis, and other diseases—Except as 
provided hereinafter, a tuberculin test of all herds and additions 
thereto shall be made before any milk therefrom is sold, and at 
least once every 12 months thereafter, by a licensed veterinarian 
approvd by the State livestock sanitary authority. Said tests 
shall be made and reactors disposed of in accordance with the 
requirements approved by the United States Department of 
Agriculture, Bureau of Animal Industry, for accredited herds. A 
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certificate signed by the veterinarian or attested to by the health 
officer and filed with the health officer shall be evidence of the 
above test: Provided, That in modified accredited counties in 
which the modified accredited area plan is applied to the dairy 
herds the modified accredited area system approved by the 
United States Bureau of Animal Industry may be accepted in 
lieu of annual testing. 


Within 5 years from the date of this promulgation all milk 
and milk products consumed raw shall be from herds or addi- 
tions thereto which have been found free from Bang’s disease, 
as shown by blood serum tests for agglutinins against Brucella 
abortus made in a laboratory approved by the health officer. All 
such herds shall be retested at least every 12 months and all 
reactors removed from the herd. A-certificate identifying each 
animal by number, and signed by the laboratory making the 
test, shall be evidence of the above test. 


Cows which show an extensive or entire induration of one 
or more quarters of the udder upon physical examination, wheth- 
er secreting abnormal milk or not, shall be permanently excluded 
from the milking herd. Cows giving bloody, stringy, or other- 
wise abnormal milk, but with only slight induration of the udder, 
shall be excluded from the herd until re-examination shows that 
the milk has become normal. 


For other diseases such tests and examinations as the health 
officer may require shall be made at intervals and by methods 
prescribed by him, and any diseased animals or reactors shall be 
disposed of as he may require. 


Item 2r. Dairy barn, lighting—A dairy or milking barn 
shall be required and in such sections thereof where cows are 
milked, windows shall be provided and kept clean and so ar- 
ranged as to insure adequate light properly distributed, and 


when necessary shall be provided with adequate supplementary a 


artificial light. 


Item 3r. Dairy barn, air space and ventilation—Such sec- 
tions of all dairy barns where cows are kept or milked shall be 
well ventilated and shall be so arranged as to avoid overcrowd- 
ing. 


Item 4r. Dairy barn, floors—The floors and gutters of such 
parts of all dairy barns in which cows are milked shall be con- 
structed of concrete or other approved impervious and easily 
cleaned material, provided that if the milk is to be pasteurized, 
tight wood may be used, shall be graded to drain properly, and 
shall be kept clean and in good repair. No horses, pigs, fowl, 
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calves, etc., shall be permitted in parts of the barn used for 
milking. 

Item 5r. Dairy barn, walls and ceilings—The walls and ceil- 
ings of all dairy barns shall be whitewashed once each year or 
painted once every 2 years, or oftener, if necessary, or finished 
in an approved manner, and shall be kept clean and in good 
repair. In case there is a second story above that part of the 
barn in which cows are milked, the ceiling shall be tight. If 
the feed room adjoins the milking space, it shall be separated 
therefrom by a dust-tight partition and door. No feed shall be 
stored in the milking portion of the barn. 


Item 6r. Dairy barn, cowyard—All cowyards shall be grad- 
ed and drained as well as practicable and kept clean. 


Item 7r. Manure disposal—All manure shall be removed and 
stored or disposed of in such manner as best to prevent the 
breeding of flies therein or the access of cows to piles thereof. 


Item 8r. Milk house or room, construction—There shall be 
provided a milk house or milk room in which the cooling, han- 
dling, and storing of milk and milk products and the washing, 
bactericidal treatment, and storing of milk containers and uten- 
sils shall be done. (a) The milk house or room shall be provided 
with a tight floor constructed of concrete or other impervious 
material, in good repair, and graded to provide proper drainage. 
(b) It shall have walls and ceilings of such construction as to 
permit easy cleaning, and shall be well painted or finished in an 
approved manner. (c) It shall be well lighted and ventilated. 
(d) It shall have all openings effectively screened including out- 
ward-opening, self-closing doors, unless other effective means 
are provided to prevent the entrance of flies. (e) It shall be 
used for no other purposes than those specified above except 
as may be approved by the health officer; shall not open directly 
into a stable or into any room used for domestic purposes; shall, 
unless the milk is to be pasteurized, have water piped into it; 
shall be provided with adequate facilities for the heating of 
water for the cleaning of utensils; shall be equipped with two- 
compartment stationary wash and rinse vats, except that in the 
case of retail raw milk, if chlorine is employed as the principal 
bactericidal treatment, the three-compartment type must be 
used; and shall, unless the milk is to be pasteurized, be parti- 
tioned to separate the handling of milk and the storage of 
cleansed utensils from the cleaning and other operations, which 
shall be so located and conducted as to prevent any contamina- 
tion of the milk or of cleaned equipment. 


Item 9r. Milk house or room, cleanliness and flies — The 
floors, walls, ceilings, and equipment of the milk house or room 
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shall be kept clean at all times. All means necessary for the 
elimination of flies shall be used. 


Item 10r. Toilet—Every dairy farm shall be provided with 
one or more sanitary toilets conveniently located and properly 
constructed, operated, and maintained, so that the waste is in- 
accessible to flies and does not. pollute the surface soil or contami- 
nate any water supply. 


Item llr. Water supply—The water supply for the milk 
room and dairy barn shall be properly located, constructed, and 
operated, and shall be easily accessible, adequate, and of a safe 
sanitary quality. 


Item 12r. Utensils, construction—All multi-use containers 
or other utensils used in the handling, storage, or transportation 
of milk or milk products must be made of smooth nonabsorbent 
material and of such construction as to be easily cleaned, and 
must be in good repair. Joints and seams shall be soldered flush. 
Woven wire cloth shall not be used for straining milk. All milk 
pails shall be of a small-mouth design approved by the health 
officer. The manufacture, packing, transportation, and handling 
of single-service containers and container caps and covers shall 
be conducted in a sanitary manner. 


Item 13r. Utensils, cleaning—All multi-use containers, — 
equipment, and other utensils used in the handling, storage, or 
transportation of milk and milk products must be thoroughly 
cleaned after each usage. 


Item 14r. Utensils, bactericidal treatment—All multi-use 
containers, equipment, and other utensils used in the handling, 
storage, or transportation of milk or milk products shall between 
each usage be subjected to an approved bactericidal process 
with steam, hot water, chlorine, or hot air. 


Item 15r. Utensils, storage—All containers and other uten- 
sils used in the handling, storage, or transportation of milk or 
milk products shall be stored so as not to become contaminated 
before being used. 


Item 16r. Utensils, handling—After bactericidal treatment 
no container or other milk or milk product utensil shall be han- 
dled in such manner as to permit any part of any person or his 
clothing to come in contact with any surface with which milk 
or milk products come in contact. 


Item 17r. Milking, udders and teats, abnormal milk—The 
udders and teats of all milking cows shall be clean and rinsed 
with a bactericidal solution at the time of milking. Abnormal 
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milk shall be kept out of the milk supply and shall be so handled 
and disposed of as to preclude the infection of the cows. and the 
contamination of milk utensils. 


Item 18r. Milking, flanks—The flanks, bellies, and tails of 
all milking cows shall be free from visible dirt at the time of 
milking. 


Item 19r. Milkers’ hands—Milkers’ hands shall be clean, 
rinsed with a bactericidal solution, and dried with a clean towel 
immediately before milking and following any interruption in 
the milking operation. Wet-hand milking is prohibited. Con- 
venient facilities shall be provided for the washing of milkers’ 
hands. : 


~ Item 20r. Clean clothing—Milkers and milk handlers shall 
wear clean outer garments while milking or handling milk, milk 
products, containers, utensils, or equipment. 


Item 2ir. Milk stools—Milk stools shall be kept clean. 


Item 22r. Removal of milk—Each pail of milk shall be re- 
moved immediately to the milk house or straining room. No 
milk shall be strained or poured in the dairy barn. 


Item 23r. Cooling—Milk must be cooled immediately after 
completion of milking to 50° F., or less, and maintained at that 
average temperature, as defined in Section 1 (S), until delivery. 
If milk is delivered to a milk plant or receiving station for pas- 
teurization or separation, it must be delivered within 2 hours 
after completion of milking or cooled to 60° F., or less, and 
maintained at that average temperature until delivered. 


Item 24r. Bottling and capping—Milk and milk products 
shall be bottled from a container with a readily cleanable valve, - 
or by means of an approved bottling machine. Bottles shall be 
capped by machine. Caps or cap stock shall be purchased in 
oe gg containers and kept therein in a clean dry place until 
used, 


Item 25r. Personnel, health—The health officer or a physi- 
cian authorized by him shall examine and take a careful morbid- 
ity history of every person connected with a retail raw dairy, 
or about to be employed, whose work brings him in contact with 
the production, handling, storage, or transportation of milk, 
milk products, containers, or equipment. If such examination or 
history suggests that such person may be a carrier of or infected 
with the organisms of typhoid or paratyphoid fever or anv 
other communicable diseases likely to be transmitted through 
milk, he shall secure appropriate specimens of body discharges 
and cause them to be examined in a laboratory approved by him 
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or by the State health authorities for such examinations, and 
if the results justify such person shall be barred from such 
employment. 


Such persons shall furnish such information, submit to such 
physical examinations, and submit such laboratory specimens as 
the health officer may require for the purpose of determining 
freedom from infection. 


Item 26r. Miscellaneous—All vehicles used for the transpor- 
tation of milk or milk products shall be so constructed and oper- 
ated as to protect their contents from the sun and from con- 
tamination. All vehicles used for the transportation of milk or 
milk products in their final delivery containers shall be con- 
structed with permanent tops and with permanent or roll-down 
sides and backs, provided that openings of the size necessary 
to pass the delivery man may be permitted in the sides or back 
for loading and unloading purposes. All vehicles shall be kept 
clean, and no substance capable of contaminating milk or milk 
products shall be transported with milk or milk products in such 
manner as to permit contamination. All vehicles used for the 
distribution of milk or milk products shall have the name of 
the distributor prominently displayed. 


The immediate surroundings of the dairy shall be kept in a 
neat, clean condition. 


Grade B raw milk—Grade B raw milk is raw milk which vio- 
lates the bacterial standard and/or the abortion testing require- 
ment for grade A raw milk, but which conforms with all other 
requirements for grade A raw milk, and has an average bac- 
terial plate count not exceeding 1,000,000 per cubic centimeter, 
or an average direct microscopic count not exceeding 1,000,000 
per cubic centimeter if clumps are counted or 4,000,000 per cubic 
centimeter if individual organisms are counted, or an average 
reduction time of not less than 314 hours, as determined under 
sections 1 (S) and 6. 


Grade C raw milk—Grade C raw milk is raw milk which vio- 
lates any of the requirements for grade B raw milk. 


Certified milk-pasteurized—Certified milk-pasteurized is cer- 
tified milk-raw which has been pasteurized, cooled, and bottled 
in a milk plant conforming with the requirements for grade A 
pasteurized milk. 


Grade A pasteurized milk—Grade A pasteurized milk is grade 
A raw milk, with such exceptions as are indicated if the milk 
is to be pasteurized, which has been pasteurized, cooled, and bot- 
tled in a milk plant conforming with all of the following items 
of sanitation and the average bacterial plate count of which at 
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no time after pasteurization and until delivery exceeds 30,000 
per cubic centimeter, as determined under sections 1 (S) and 6. 


_. The grading of a pasteurized milk supply shall include the 
inspection of receiving and collecting stations with respect to 
items lp and 15p, inclusive, and 17p, 19p, 22p, and 23p, except 
that the partitioning requirement of item 5p shall not apply. 


Item 1p. Floors—The floors of all rooms in which milk or 
milk products are handled or stored or in which milk utensils 
are washed shall be constructed of concrete or other equally 
impervious and ‘easily cleaned material and shall be smooth, 
properly drained, provided with trapped drains, and kept clean. 


Item 2p. Walls and ceilings—Walls and ceilings of rooms in 
which milk or milk products are handled or stored or in which 
milk utensils are washed shall have a smooth, washable, light- 
colored surface and shall be kept clean. 


Item 8p. Doors and windows—Unless other effective means 
are provided to prevent the access of flies, all openings into the 
outer air shall be effectively screened and doors shall be self- 
closing. 


Item 4p. Lighting and ventilation—All rooms shall be well 
lighted and ventilated. 


Item 5p. Miscellaneous protection from contamination—The 
various milk-plant operations shall be so located and conducted 
as to prevent any contamination of the milk or of the cleaned 
equipment. All means necéssary for the elimination of flies shall 
be used. There shall be separate rooms for (a) the pasteurizing, 
processing, cooling, and bottling operations, and (b) the wash- 
ing and bactericidal treatment of containers. Cans of raw milk 
shall not be unloaded directly into the pasteurizing room. Pas- 
teurized milk or milk products shall not be permitted to come 
in contact with equipment with which unpasteurized milk or 
milk products have been in contact, unless such equipment has 
first been thoroughly cleaned and subjected to bactericidal treat- 
ment. Rooms in which milk, milk products, cleaned utensils, or 
containers are handled or stored shall not open directly into 
any stable or living quarters. The pasteurization plant shall be 
used for no other purposes than the processing of milk and 
milk products and the operations incident thereto, except as may 
be approved by the health officer. 


Item 6p. Toilet facilities—Every milk plant shall be pro- 
vided with toilet facilities conforming with the ordinances of 
the city. Toilet rooms shall not open directly into any room in 
which milk, milk products, equipment, or containers are handled 
or stored. The doors of all toilet rooms shall be self-closing. 
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Toilet rooms shall be kept in a clean condition, in good repair, 
and well ventilated. In case privies or earth closets are permit- 
ted and used, they shall be separate from the building, and shall 
be of a sanitary type constructed, and operated in conformity 
with the requirements of item 10r, grade A raw milk. 


Item 7p. Water supply—The water supply shall be easily 
accessible, adequate, and of a safe, sanitary quality. 


Item 8p. Hand-washing facilities — Convenient hand-wash- 
ing facilities shall be provided, including warm running water, 
soap, and approved sanitary towels. The use of a common towel 
is prohibited. 


Item 9p. Sanitary piping—aAll piping used to conduct milk 
or milk products shall be “‘sanitary milk piping” of a type which 
can be easily cleaned with a brush. Pasteurized milk and milk 
products shall be conducted from one piece of equipment to 
another only through sanitary milk piping. 


Item 10p. Construction and repair of containers and equip- 
ment—All multi-use containers and equipment with which milk 
or milk products come in contact shall be constructed in such 
manner as to be easily cleaned and shall be kept in good repair. 
The manufacture, packing, transportation, and handling of sin- 
gle-service containers and container caps and covers shall be 
conducted in a sanitary manner. 


Item 1lp. Disposal of wastes—All wastes shall be properly 
disposed of. 


Item 12p. Cleaning and bactericidal treatment of containers 
and equipment—All milk and milk products containers and equip- 
ment, except single-service containers, shall be thoroughly 
cleaned after each usage. All containers shall be subjected to an 
approved bactericidal process after each cleaning and all equip- 
ment immediately before each usage. When empty and before 

eing returned to a producer by a milk plant each container 
ig be ec enaryely cleaned and subjected to bactericidal treat- 
men 


Item 13p. Storage of containers and equipment—After bac- 
tericidal treatment all bottles, cans, and other multi-use milk 
or milk-products containers and equipment shall be stored in 
such manner as to be protected from contamination. 


Item 14p. Handling of containers and equipment—Between 
bactericidal treatment and usage, and during usage, containers 
and equipment shall not be handled or operated in such manner 
as to permit contamination of the milk. 
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Item 15p. Storage of caps, parchment paper, and single- 
service containers—Milk-bottle caps or cap stock, parchment pa- 
per for milk cans, and single-service containers shall be pur- 
chased and stored only in sanitary tubes and cartons, respective- 
ly, and shall be kept therein in a clean dry place. 


Item 16p. Pasteurization—Pasteurization shall be per- 
formed as described in section 1 (L) of this promulgation. 


Item 17p. Cooling—AlIl milk and milk products received for 
pasteurization shall immediately be cooled in approved equip- 
ment to 50° F., or less, and maintained at that temperature 
until pasteurized, unless they are to be pasteurized within 2 
hours after receipt; and all pasteurized milk and milk products 
shall be immediately cooled in approved equipment to an average 
temperature of 50° F., or less, as defined in section 1 (S), and 
maintained thereat until delivery. 


Item 18p. Bottling—Bottling of milk and milk products shall 
be done at the place of pasteurization in approved mechanical 
equipment. 


Item 19p. Overflow milk—Overflow milk or milk products 
shall not be sold for human consumption. 


Item 20p. Capping—Capping of milk and milk products shall 
be done by approved mechanical equipment. Hand capping is 
prohibited. The cap or cover shall cover the pouring lip to at 
least its largest diameter. 


Item 21p. Personnel, health—The health officer or a physi- 
cian authorized by him shall examine and take a careful morbid- 
ity history of every person connected with a pasteurization 
plant, or about to be employed, whose work brings him in con- 
tact with the production, handling, storage, or transportation 
of milk, milk products, containers, or equipment. If such exam- 
ination or history suggests that such person may be a carrier 
of or infected with the organisms of typhoid or paratyphoid 
fever or any other communicable diseases likely to be transmit- 
ted through milk, he shall secure appropriate specimens of body 
discharges and cause them to be examined in a laboratory ap- 
proved by him or by the State health authorities for such exam- 
inations, and if the results justify such person shall be barred 
from such employment. 


Such persons shall furnish such information, submit to such 
physical examinations, and submit such laboratory specimens 
as the health officer may require for the purpose of determin- 
ing freedom from infection. 
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Item 22p. Personnel, cleanliness—All persons coming in con- | 
tact with milk, milk products, containers, or equipment shall 
wear clean outer garments and shall keep their hands clean at 
all times while thus engaged. 


Item 23p. Miscellaneous—All vehicles used for the trans- 
portation of milk or milk products shall be so constructed and 
operated as to protect their contents from the sun and from 
contamination. All vehicles used for the transportation of milk 
or milk products in their final delivery containers shall be con- 
structed with permanent tops and with permanent or roll-down 
sides and back, provided that openings of the size necessary to 
pass the delivery man may be permitted in the sides or back 
for loading and unloading purposes. All vehicles shall be kept 
clean, and no substance capable of contaminating milk or milk 
products shall be transported with milk or milk products in such 
manner as to permit contamination. All vehicles used for the 
distribution of: milk or milk products shall have the name of 
the distributor prominently displayed. 


The immediate surroundings of the milk plant shall be kept 
in a neat, clean condition. 


Grade B pasteurized milk—Grade B pasteurized milk is pas- 
teurized milk which violates the bacterial standard for grade A 
pasteurized milk and/or the provision of lip-cover caps of item 
20p and/or the requirement that grade A raw milk be used, 
but which conforms with all other requirements for grade A 
pasteurized milk, has been made from raw milk of not less than 
grade B quality, and has an average bacterial plate count after 
pasteurization and before delivery not exceeding 50,000 per cubic 
centimeter, as determined under sections 1 (S) and 6. 


Grade C pasteurized milk—Grade C pasteurized milk is pas- 
teurized milk which violates any of the requirements for grade 
B pasteurized milk. 


Section 8. Grades of milk and milk products which may be 
sold—Grades of milk and milk products which may be sold in a 
city may be determined by each city jointly with the local and 
State health department. 


Section 9. Supplementary grading prescribed and regrading 
authorized—If, at any time between the regular announcements 
of the grades of milk or milk products, a lower grade shall be- 
come justified, in accordance with sections 5, 6, and 7 of this. 
ordinance, the health officer shall immediately lower the grade 
of such milk or milk products, and shall enforce proper labeling 
and placarding thereof. : Sf 
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Any producer or distributor of milk or milk products the 
grade of which has been lowered by the health officer, and who 
is properly labeling his milk and milk products, may at any time 
make application for the regrading of his product. 


Upon receipt of a satisfactory application, in case the low- 
ered grade is the result of an excessive average bacterial plate 
count, direct microscopic count, reduction time, or cooling tem- 
perature, the health officer shall take further samples of the 
applicant’s output, at a rate of not more than two samples per 
week. The health officer shall regrade the milk or milk products 
upward when the average of the last four sample results indi- 
cates the necessary quality, but not before the lapse of 2 weeks 
from the date of degrading. 


In case the lowered grade of the applicant’s product is due 
to a violation of an item of the specifications prescribed in sec- 
tion 7, other than average bacterial plate count, direct micro- 
scopic count, reduction time, or cooling temperature, the said 
application must be accompanied by a statement signed by the 
applicant to the effect that the violated item of the specifica- 
tions has been conformed with. Within 1 week of the receipt 
of such an application and statement the health officer shall 
make a reinspection of applicant’s establishment, and thereafter 
as many additional reinspections as he may deem necessary to 
assure himself that the applicant is again complying with the 
higher grade requirements, and, in case the findings justify, shall 
regrade the milk or milk products upward, but not before the 
lapse of 2 weeks from the date of degrading. 


Section 10. Transferring or dipping milk; delivery contain- 
ers; handling of more than one grade; delivery of milk at quar- 
antined residences—Except as permitted in this section, no milk 
producer or distributor shall transfer milk or milk products from 
one container to another on the street, or in any vehicle or 
store, or in any place except a bottling or milk room especially 
used for that purpose. The sale of dip milk is hereby prohibited. 


All pasteurized milk and milk products shall be placed in 
their final delivery containers in the plant in which they are 
pasteurized, and all raw milk and milk products sold for con- 
sumption in the raw state shall be placed in their final delivery 
containers at the farm at which they are produced. Milk and 
milk products sold in the distributor’s containers in quantities 
less than 1 gallon shall be delivered in standard milk bottles or 
in single-service containers. It shall be unlawful for hotels, soda 
fountains, restaurants, groceries, and similar establishments to 
sell or serve any milk or milk product except in the original con- 
tainer in which it was received from the distributor or from a 
bulk container equipped with an approved dispensing device: 
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Provided, that this requirement shall not apply to cream con- 
sumed on the premises, which may be served from the original 
bottle or from a dispenser approved for such service. 


It shall be unlawful for any hotel, soda fountain, restaurant, 
grocery, or similar establishment to sell or serve any milk or 
milk products which have not’ been maintained, while in its pos- 
session, at a temperature of 50° F., or less. 


No milk or milk products shall be permitted to come in con- 
tact with equipment with which a lower grade of milk or milk 
products has been in contact unless such equipment has first 
been thoroughly cleaned and subjected to bactericidal treatment. 


Bottled milk or milk products, if stored in water, shall be so 
stored that the tops of the bottles will not be submerged. 


It shall be the duty of all persons to whom milk or milk prod- 
ucts are delivered to clean thoroughly the containers in which 
such milk or milk products are delivered before returning sfch 
containers. Apparatus, containers, equipment, and utensils used 
in the handling, storage, processing, or transporting of milk or 
milk products shall not be used for any other purpose without 
the permission of the health officer. 


The delivery of milk or milk products to and the collection 
of milk or milk-products containers from residences in which 
cases of communicable disease transmissible through milk sup- 
plies exist shall be subject to the special requirements of the 
health officer. 


Section 11. Milk and milk products from points beyond the 
limits of routine inspection—The sale of milk and milk prod- 
- uets from points beyond the limits of routine inspection by a 
city may be prohibited unless the health officer can satisfy 
himself that such milk is produced and/or pasteurized under 
provisions equivalent to those of these specifications and require- 
ments. 


Section 12. Future dairies and milk plants—All dairies and 
milk plants from which milk or milk products are supplied to 
a city which are hereafter constructed, reconstructed, or exten-- 
sively altered shall conform in their construction to the require- 
ments and specifications for grade A dairy farms producing 
milk for consumption in the raw state, or for grade A pasteuri- 
zation plants, respectively: Provided, that the requirement of a 
two-room milk house shall be waived in the case of dairies the 
milk from which is to be pasteurized. Properly prepared plans 
for all dairies and milk plants which are hereafter constructed, 
reconstructed, or extensively altered shall be submitted to the 
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health officer for approval before work is begun. In the case of 
milk plants signed approval shall be obtained from the health 
officer and/or the State health department. 


- Section 14. Procedure when infection suspected—When sus- 
the health officer immediately by any producer or distributor of 
‘milk or milk products upon whose dairy farm or in whose milk 
plant any infectious, contagious, or communicable disease occurs. 


Section 14.. Procedure when infection suspected—When sus- 
picion arises as to the possibility of transmission of infection 
from any person concerned with the handling of milk or milk 
products, the health officer is authorized to require any or all 
of the following measures: (1) The immediate exclusion of 
that person from milk handling, (2) the immediate exclusion of 
the milk supply concerned from distribution and use, (3) ade- 
quate medical and bacteriological examination of the person, of 
his associates, and of his and their body discharges. 


Section 15. Enforcement interpretations—The above speci- 
fications and regulations shall be interpreted, applied, and en- 
forced in accordance with the interpretations contained and set 
forth in the 1939 Edition of the United States Public Health 
Service Milk Ordinance and Code. When these minimum speci- 
fications and regulations have been adopted locally by city or 
county ordinance or other governing body, they shall be inter- 
preted, applied, and enforced by the local health officer or other 
governing body in accordance with the above, and a copy shall 
be on file with the county, city or other governing body. 


Section 16. Assistance to local authorities—The director of 
the Georgia Department of Public Health shall provide techni- 
cal personnel meeting requirements of the state merit system 
to render technical and advisory service to all local, county, and 
municipal health departments, and other public officials, and 
shall promote the local adoption of a milk sanitation ordinance, 
and shall provide, so far as may be necessary, facilities for bac- 
teriological, chemical, and physical tests and performance of such 
inspections and tests as may be necessary for compliance with 
state and local regulations and ordinances. 


Section 17. Penalties—Failure to comply with the provisions 
of any section or sub-section of these rules and regulations shall 
constitute a violation thereof and shall be punishable as pro- 
ae for in Sections 88-99 and 88-112 of the Georgia Code of 


. Adopted by the State Board of Health on November 1, 1944. 
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